Brief comment text:

A lot of people are using meshtastic LoRa devices in the 915 MHz range, as of today.  And they have spent reasonable amounts of money on equipment for this purpose.  Any reallocation of this band should take this into account and not just edge these folks out and squash their investments in this equipment.  Thanks for your time and for reading.  -Josh Brandl
